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TESTING.
124.    Full sized parts of the structure may be  Testing, tested at the option of the purchaser; but, if tested
to destruction, such material shall be paid for at cost, less its scrap value, if it proves satisfactory.
125.    If it does not stand the specified tests, it will be considered rejected material, and be solely at the cost of the contractor, unless he is not responsible for the design of the work.
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